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Mr. A. £rvin EovtUX, Jr. 

Medical School 
Ohl-rerslty of MixauMiota 
Miso^ajpolie, lflQ]U»eot& 

^ar Mr. Howall: 

On h^ifllf of Mr. I>uUL«eji 1 vould like to adteoidued^ aad 
thank you for your letter of 19 July. 

As you prolsahly suspect^ details of photc^jprii^tSe prooese^ 
utilized in conaeeticm vi-tii th.e aircraft art eleiisifled. 
However^ the flljB invcl-red eoatained standard |i3Srto«r(vhie 
esEulelcaui. there it nothing in the coni^Bitim ei film 
itself uhlch cosrfcrlhuted anterlally to the hl|^ ra^utlcm of 
the photograq^ xhloh you sav. 

I hope that ee have been of some help to you in this 
matter. 

Sincerely^ 
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University oe Minnesota 
The Medical School 

Mihtkeapous 14 * 


HEART HOSPITAL RESEARCH LABORATORY 
DEPARTMENT OP PEDIATRICS 


July 19, 1960 


Mr. Allen Dulles 
Director, 

Central Intelligence Agency 
Washington, D. C. 

Dear Mr. Dulles: 

If it is at all possible, I would be interested in learning the type, 
soxirce and availability of the film used to take photographs from 
the U-2 reconnaissance plane. 

Judging from the resolution manifested by the photograph of San 
Diego’s North Island Naval Station in Time Magazine. June 6, 1960 
this film, or a similar one, may prove useful for electron photo- 
micrographic research. 


Sincerely yours, 

A. Ervin Howell, Jr. 



AEHrif 
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